Shatin - Silver Certificate Building 


Name of Buildings awarded the Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 
(as at 28 February 2022) 


Dragons Range Court A Tower 1 
Dragons Range Court A Tower 2 
Dragons Range Court B Tower 1 
Dragons Range Court B Tower 2 
Dragons Range Court B Tower 3 
Dragons Range Court C Tower 1 
Dragons Range Court C Tower 2 
Dragons Range Court C Tower 3 
Dragons Range Court D Tower 1 
Dragons Range Court D Tower 2 
Monte Vista Block 1 

Monte Vista Block 3 

Monte Vista Block 5 

Monte Vista Block 6 

Monte Vista Block 7 

Monte Vista Block 9 

Shatin Galleria 


